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! TKIS DOCUHHCTCOflT/UM 1SF0BBA11O3 AFTECTlUC TRE EAT10WAL Efcf KHi K i 
(HF THE U31T1IO STATES. WITH1W TUE HSAfllSJG OF TJTLE 13. StCTJONfi 7fl3 i 
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THIS IS UNEVALUATCD INFORMATION 
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SOURCE 

2 o The Schwaraheide hyhrogeiiatio.a plant- (now SAG Brikett, /Avrk 5chwørzhvi;.e ) 
was dismantled in 1916 and 19 a6 by the Ibissi ans for Polan:* The follow« 
ing equipment was nisraantled and shipped to Poland: 

a, Two gas generators, type Koppers, for the making of syn:,' esis gus 
each vdth a capacity of 25,000 to 30,000 cubic meters per hour. 


b, Petween flO and 100 contact c vens. each with'a capacity (toihsatz ) 
of 700 to 800 dubxc meter ;3 pør £OV.r c 

c, , An active coal installation., 
do A condensation installation* 

2 V At the same time a cracking installation for tri© separation of lir-t 
and heavy hy di 1 o c arb o ns according to the Carborol procedure, nu ilt 
Still, was di s man ti ød , It is not known if this installation was 
also sent to Poland, 

3 0 The e nterp rise at present has the following equipment; 

a u live Koppers gas generaters of the type dismantleti in 1916, L6* 
b Abort two hundred contact overis of the type uismantled* 
c, An active coal installation, 
d* A condensation installation* 

e* A cracking installation of the type dismantlecU 
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